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MEMORANDUM FOR; 


SUBJECT: 


of Defense 


25X1 


Diagnostic Equipment 


25X1 


1. Reference is made to your memorandum of 3 November 
indicating the importance of proceeding with development of the 
above subject. 


2. We are currently pulling together the requirements of 
the intelligence community end matching them with technical and 
orwrwtinnfli — ajki, being d©n» cooperation with 


It ii believed that 
eariy m Janusry we can have a reasonably detailed project plan 
which will be discussed with you at that time. ^ 
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ODDR/EBGiller :mh 


HERBERT SCOVILLE, 

Deputy Director 

(Research) *** 
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